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Honorable Arthur S. Flaming, 

Director 

Office of Defence Mobilisation 
Washington 2$, D. C. 

Dear Mr. FLemming: 

In response to the request in your letter of 10 August 1956 
for a report on the items stated by the President at the expanded 
Cabinet meeting of 2$ July 1956, we submit the following informa- 
tion t 


We are looking forward to receiving the results of the fall- 
out study described in your letter, and whan it castes te hand we 
shall reappraise our emergency relocation system in the light of 
whatever it reveals. 
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Sincerely, 


S’-i'EQ 


G. F. Cabell 

Lieutenant General, UKAF 
Acting Director 
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MEMORANDUM FOR: the acting director 

This is in reply to a letter from the Director 
of the Office of Defense Mobilization requesting 
information by 15 September on (a) the steps taken 
or planned to man the relocation site continuously, 
and (b) the steps taken to identify a select group 
witljfetanding instructions to proceed to the reloca- 
tion site in case of emergency or drill. 

Recommend signature. 


H. GATES LLOYD 
Acting Deputy Director 
( Support ) 
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